FEDERAL MINE SAFETY AND HEALTH REVIEW COMMISSION

OFFICE OF ADMINISTRATIVE LAW JUDGES
2 SKYLINE,  10th  FLOOR

5203  LEESBURG  PIKE
FALLS CHURCH, VIRGINIA    22041

APR 161987

LARRY D. SCROGGINS,

Complainant

v.

PEABODY COAL COMPANY,

Respondent

DISCRIMINATION PROCEEDING
Docket No. LAKE 87-28-D
VINC CD 87-02

ORDER OF DISMISSAL

For good cause shown, it is ORDERED that complainant's
motion to withdraw his complaint be, and hereby is, GRANTED
and the case DISMISSED.
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Distribution:

Larry D. Scroggins, 1136 Highlands Drive, Naples, FL  33940
(Certified Mail)

Michael 0. McKown, Esq., Peabody Coal Co., P. 0. Box 1990,
Henderson, KY 42420 {Certified Mail)
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